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[Abstract:] Prepare & forward a full and specific statement of the condition of... 


Treasury Department, 

Office of the Supervising Architect, 
Washington, 

May 10, 1889 


To the Custodian, 
US. Mint, 
Philadelphia, Pa. 


Sir: 


I have to request that you prepare and forward to this office at your earliest convenience, 
a full and specific statement of the condition of the heating apparatus in the building in your 
custody and what repairs are necessary to place the same in thorough working order for the next 
winter season. It is highly important that this matter should receive your prompt attention, as a 
similar letter is sent to all Custodians of public buildings, and considerable time will be taken up 
in the preparation of specifications, issuing advertisements for proposals for the performance of 
the work, awarding contracts, etc. 


Respectfully yours, 
James H. Windrim 
Supervising Architect. 
WLC 


